V B4 'SB t3?;uuPM MhRKET DECISIOisS 



Mr. Andrew Schwartz 
Philip Morris USA 
120 Park Avenue 
Mew York, ^JY 10017 


Nov&mber 4, 1992 


Dear Andrew; 


The following wi LI detail tna nunbsr ot stotsii and ..osts per wavs from ou;: 
recently concludsd Indianapolis and Nsanviila tsst iDat'kats, 
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IMPORTAira SOTSSi 

Dates listec above are '.be only times througho-sir. the tests whan 
costs changed. 

• Stores were net replace'! due to Philip Moms' desire for a static 
sample. 

' ‘file April, 1991 cost cedoction ii, Haanvllla was due tc losing li Jim 
Dandy Oor.venienca stores. 

• Throughout th>e 3 year nroiect isiultJple addit.ional brands vsrs added 
to thft brand stub, in all, apptrxiRiatfciv rd OLariCs weea fi'juijo &iuC“ 
tha Dsgip.ning ot the ts.st and packing Ifcvui hetaii was piuviueii lOi 
msnv of tTnose brands. 

‘ All costs listed above for booh ir.a'kets inclriJs conduf’tirig s 
diatribution chscH in an additional iOG stores per market, 

in general, cost inCrsasad due tc the increased item isve] detail. Lost, did 
decreasa in Nashville whan -Jim Dsnay srot-ss dropped iroii our panel, S.m.allsr 
additional store panel attrition was offset by ths continual ificralls in fisld 
and reporting nsede. 

t'AARKCT DEdSIONS 
^,044 y Ronii 

Ci'nffn.'isfi, OH 45236 
1513) S9I‘800C 


Source: https://www.industrydocuments.ucsf.edu/docs/qxhm0004 
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IHCHBASED SAMPLE SIZB 

Following are the incrsiaental costi* ior irtcraasing the sajuple sizes in each 
market to 70 stores. 



IKDTAi^APOhlS 


NASHVILLE 

Current Cost 

70 Store Cost 

CuLTsiit Cost. 

70 Store Cost 

Per Wavs 

Per Wave 

Psr Wavei 

Par Wave 

$12,400 

7 aoc 

$1Q,SOO 

$18,800 


Andrawj I believe this covers the basis of our discussions, rlaaae feel free 
to call if you have any questions- 
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cci Rich Seal 


Sincerely, 




T, 


Account 


Owens 

Executive 



'C- ^ 

TjAJe; 



ro 

o 

Jin 

cn 

O 

-P» 

'j 

ro 

cn 


Source: https://www.industrydocuments.ucsf.edu/docs/qxhm0004 




